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Thermo King Overhaul Parts List 


This attachment provides the parts required, in addition to the list in TS Section 3.14.1, to be 
replaced on each of the Thermo King RLFE2-M3 units as part of the midlife overhaul. 


MBTA Midlife Rehab - RLFE2-M3 
MBTA RFP thd 
Kit Part Number = {tbd} 
Prepared 3/11/2020 by Tonico Marin 


THERMO KING | 
Manufacturer - Thermo King Corporation 





Required 
TK Part Number Description PerBus | #of Buses 
KIT REHAB MBTA RLFE2Z-M3 





Kit Contents 
























Section |v| TK Part Number_|~ 
Electrical Coolant valve actuator ¥ 
Electrical 419388 Evap Motor & Blower asm (curbside) 
Electrical Evap Motor & Blower asm (roadside) 
Electrical Condenser Fans | #*+- | ¥ | 
Electrical HPCO switch 
Electrical Suction Transducer 
Electrical Discharge Transducer 
Electrical Water & Temp sensors a a ae 
Electrical Boost Pump Relay 
Electrical White clips for compressor harness 

Filters Return air filter (Dacron) 

Filters 3060221 Filter-Drier 
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